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INTRODUCTION 


This  document  contains  an  index  of  selected  reports  published  by 
the  Massachusetts  Division  of  Water  Pollution  Control  from  data 
gathered  during  the  years  1963  through  1977.   The  purpose  of  this 
report  is  to  provide  a  bibliographic  index  to  those  persons  and 
agencies  who  are  concerned  with  the  quality  and  protection  of  the 
Commonwealth's  water  resources. 

The  publications  have  been  catalogued  by  drainage  areas  according 
to  the  Division's  general  water  quality  research  and  planning 
programs. 


The  sequence  listing  is  as  follows: 

DA-01-Hoosic 

DA-02-Housatonic 

DA-03-Deerfield 

DA-04-Westfield 

DA-05-Farmington 

DA-06-Connecticut 

DA-07-Millers 

DA-08-Chicopee 

DA-09-French  and  Quinebaug 

DA- 1 O-Blackstone 

DA- 11 -Nashua 

DA- 12-Merrimack 

DA-13-Concord  and  Sudbury 

DA-14-Assabet 

DA- 15-Shawsheen 

DA-16-Parker 

DA-17-Ipswich 


DA-18-North  Coastal 
DA-19-Boston  Harbor 
DA-19a-Mystic 
DA-19b-Charles  Basin 
DA- 1 9c-Neponset 
DA- 1 9 d- Weymouth 
DA-20-Charles 
DA-21-North 
DA-22-South  Coastal 
DA-23-Cape  Cod 
DA-24-Islands 
DA-25-Buzzards  Bay 
DA-26-Taunton 
DA-27-Ten  Mile 
DA-28-Miscellaneous 
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PUBLICATIONS  LISTING 


WATER  QUALITY 


DRAINAGE:  Hudson 

Subwatershed:  Hoosic 


DA-01.   Hoosic  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1965.   42  p.,  24  tables,  4  figs.   Out  of  Print. 

DA-01.   Hoosic  River  Water  Quality  Monitor  Data.  1968  and  1969.   23  p., 
22  figs.   Out  of  Print. 

DA-01.   Hoosic  River  Water  Quality  Analysis  and  Basin  Plan.  1972.   40  p., 
4  tables,  14  figs.   Out  of  Print. 

DA-01.   Hoosic  River  Water  Quality  Survey  Data.  1973.   54  p.,  21  tables, 

14  figs.   Out  of  Print. 

DA-01.   Hoosic  River  Water  Quality  Analysis.  1973.   71  p.,  12  tables, 
12  figs. 

DA-01.   Hoosic  River  Wastewater  Discharge  Survey  Data.  1973.   45  p., 
27  tables,  1  fig.   Out  of  Print. 

DA-01.   Hoosic  River  Water  Quality  Management  Plan.  1975.   68  p.  (with 
appendices),  19  tables,  8  figs. 

DA-01.   Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.  1976.   21  p., 
8  tables,  1  fig. 

DA-01.   Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.  1977.   25  p., 

15  tables,  1  fig. 


DRAINAGE:  Housatonic 


DA-02.   Housatonic  River  Basin  Water  Quality  Survey  Data.  1963,  1964  and 
1969.   54  p.,  47  tables,  4  figs.   Out  of  Print. 

DA-02.   Housatonic  River  Basin  Water  Quality  and  Wastewater  Discharge 
Survey  Data.  1969.   42  p.,  32  tables,  5  figs.   Out  of  Print. 

DA-02.   Housatonic  River  Basin  Water  Quality  Analysis.  1969.   55  p., 
8  tables,  18  figs. 

DA-02.   Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.  1969 
and  1970.   24  p.,  15  tables,  1  fig.   Out  of  Print. 


DRAINAGE:  Housatonic  (Continued) 


DA-02.   Housatonic  River  Basin  Water  Quality  Survey  Data.  1974.   78  p.,  19 
tables,  13  figs.   Out  of  Print. 

DA-02.   Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.  1974. 
57  p.,  28  tables,  1  fig. 

DA-02.   Housatonic  River  Basin  Water  Quality  Analysis.  1974.   115  p. 
(with  appendices),  17  tables,  15  figs. 

DA-02.   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in 
the  Housatonic  River  Basin.  1974.   131  p.,  23  tables,  36  figs. 
Out  of  Print. 

DA-02.   Housatonic  River  Basin  Water  Quality  Management  Plan.  1975.   90  p. 
(with  appendices),  20  tables,  7  figs.   Out  of  Print. 

DA-02.   Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.  1976. 
34  p.,  15  tables,  1  fig. 

DA-02.   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Housatonic  River  Basin.  1976.   91  p.,  16  tables,  36  figs. 

DA-02.   Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.  1977. 
37  p.,  20  tables,  1  fig. 


DRAINAGE:  Connecticut 
Subwatershed :  Deerfield 


DA-03.   Deerfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1965.   39  p.,  23  tables,  8  figs.   Out  of  Print. 

DA-03.   Deerfield  River  Basin  Interim  Water  Quality  Management  Plan. 
1972.   16  p.,  5  tables,  8  figs.   Out  of  Print. 

DA-03.   Deerfield  River  Basin  Water  Quality  Survey  Data.  1973.   50  p., 
19  tables,  11  figs. 

DA-03.   Deerfield  River  Basin  Water  Quality  Analysis.  1973.   79  p.  (with 
appendices),  12  tables,  27  figs.   Out  of  Print. 

DA-03.   Deerfield  River  Basin  Water  Quality  Management  Plan.  1975.   67  p. 
(with  appendices),  15  tables,  9  figs. 

DA-03.   Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975. 
18  p.,  7  tables,  1  fig.   Out  of  Print. 
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DRAINAGE:  Connecticut  (Continued) 


DA-03.   Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and 
1976.   22  p.,  7  tables,  1  fig. 


DRAINAGE:  Connecticut 

Subwatershed:  Westfield 


DA-04.   Westfield  River  Basin  Water  Quality  Survey  Data.  1965  and  1971. 
56  p.,  33  tables,  13  figs.   Out  of  Print. 

DA-04.   Westfield  River  Basin  Water  Quality  Survey  Data.  1972  and  1974. 
50  p.,  19  tables,  12  figs. 

DA-04.   Westfield  River  Basin  Water  Quality  Analysis.  1972  and  1974. 
76  p.  (with  appendices),  12  tables,  14  figs. 

DA-04.   Westfield  River  Basin  Water  Quality  Management  Plan.  1975.   67  p. 
(with  appendices),  11  tables,  8  figs.   Out  of  Print. 

DA-04.   Westfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975. 
23  p.,  10  tables,  1  fig.   Out  of  Print. 

DA-04.   Westfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and 
1976.   26  p.,  14  tables,  1  fig. 


DRAINAGE:  Connecticut 

Subwatershed:   Farmington 


DA-05.   Farmington  River  Basin  Water  Quality  Survey  Data.  1974.   45  p., 
18  tables,  12  figs.   Out  of  Print. 

DA-05.   Farmington  River  Basin  Water  Quality  Analysis  and  Basin  Plan. 
1975.   68  p.  (with  appendices),  14  tables,  13  figs. 


DRAINAGE:  Connecticut 


DA-06.   Connecticut  River  Water  Quality  Survey  Data.  1966.   67  p.,  40 
tables,  14  figs.   Out  of  Print. 

DA-06.   Connecticut  River  Water  Quality  Monitor  Data.  1969.   18  p., 
16  figs.   Out  of  Print. 


DRAINAGE:  Connecticut  (Continued) 


DA-06.   Connecticut  River  Water  Quality  Survey  Data.  1971.   76  p.,  41  tables, 
15  figs.   Out  of  Print. 

DA-06.   Upper  Connecticut  River  Water  Quality  Survey  Data.  1973.   61  p.  , 
19  tables,  14  figs. 

DA-06.   Connecticut  River  Water  Quality  Analysis.  1971  and  1973.   67  p., 
10  tables,  13  figs. 

DA-06.   Connecticut  River  Water  Quality  Management  Plan.  1975.   96  p. 
(with  appendices),  17  tables,  9  figs.   Out  of  Print. 

DA-06.   Connecticut  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and 

1976.  52  p.,  27  tables,  1  fig. 

DA-06.   Connecticut  River  Basin  Wastewater  Discharge  Survey  Data.  1976  and 

1977.  35  p.,  16  tables,  1  fig. 


DRAINAGE:  Connecticut 
Subwatershed:  Millers 


DA-07.   Millers  River  Basin  Water  Quality  Survey  Data.  1965.   30  p., 

11  tables,  8  figs.   Out  of  Print. 

DA-07.  Millers  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1965.   53  p.,  30  tables,  11  figs.   Out  of  Print. 

DA-07.   Otter  River  Interim  Water  Quality  Management  Plan.  1971.   31  p., 

12  tables,  11  figs.   Out  of  Print. 

DA-07.   Millers  River  Basin  Water  Quality  Survey  Data.  1973.   72  p., 
23  tables,  16  figs. 

DA-07.   Millers  River  Basin  Water  Quality  Analysis.  1973.   72  p.,  10  tables, 
26  figs. 

DA-07.   Millers  River  Basin  Water  Quality  Management  Plan.  1975.   74  p. 
(with  appendices),  16  tables,  15  figs.   Out  of  Print. 

DA-07.   Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
26  p.,  12  tables,  1  fig. 

DA-07.   Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1975,  1976 
and  1977.   34  p.,  18  tables,  1  fig. 
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DRAINAGE:  Connecticut 
Subwatershed :  Chicopee 


DA-08.   Chicopee  River  Basin  Water  Quality  Survey  Data.  1966.   61  p., 
24  tables,  16  figs.   Out  of  Print. 

DA-08.   Chicopee  River  Basin  Water  Quality  Survey  Data.  1972  and  1974. 
117  p.,  50  tables,  33  figs.   Out  of  Print. 

DA-08.   Chicopee  River  Basin  Water  Quality  Analysis.  1972  and  1974.   113  p., 
12  tables,  30  figs.   Out  of  Print. 

DA-08.   Chicopee  River  Basin  Water  Quality  Management  Plan.  1975.   86  p. 
(with  appendices),  13  tables,  8  figs.   Out  of  Print. 

DA-08.   Quaboag  and  Quacumquasit  Ponds  Water  Quality  Study.  1974  and  1975. 
71  p.,  13  tables,  15  figs.   Out  of  Print. 

DA-08.   Chicopee  River  Basin  Wastewater  Discharge  Survey  Data.  1976. 
49  p. ,  28  tables,  1  fig. 


DRAINAGE:  Thames 

Subwatershed:  French  and  Quinebaug 


DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  and  Wastewater 

Discharge  Survey  Data.  1965.   81  p.,  42  tables,  16  figs.   Out  of 
Print. 

DA-09.   Quinebaug  River  Water  Quality  Monitor  Data.  1968  and  1969.   28  p., 
26  figs.   Out  of  Print. 

DA-09.   Quinebaug  River  Interim  Water  Quality  Management  Plan.  1971.   35  p., 
4  tables,  13  figs.   Out  of  Print. 

DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  Survey  Data.  1972. 
68  p.,  19  tables,  27  figs.   Out  of  Print. 

DA-09.   French  and  Quinebaug  River  Basin  Wastewater  Discharge  Survey  Data. 
1972.   51  p.,  16  tables,  2  figs.   Out  of  Print. 

DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  Survey  Data.  1974. 
80  p.,  16  tables,  23  figs.   Out  of  Print. 

DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  Analysis.  1972  and 
1974.   119  p.,  10  tables,  22  figs.   Out  of  Print. 
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DRAINAGE:  Thames  (Continued) 


DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  Management  Plan. 

1975.  84  p.  (with  appendices),  21  tables,  14  figs.   Out  of  Print. 

DA-09.   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 

French  and  Quinebaug  River  Basin.  1974  and  1976.   144  p.,  36  tables, 
59  figs.   Out  of  Print. 

DA-09.   French  and  Quinebaug  River  Basin  Wastewater  Discharge  Survey  Data. 

1976.  30  p.,  15  tables,  3  figs. 

DA-09.   French  and  Quinebaug  River  Basin  Water  Quality  Survey  Data.  1976. 
127  p.,  35  tables,  27  figs. 


DRAINAGE:  Blackstone 


DA- 10.   Blackstone  River  Basin  Water  Quality  Survey  Data.  1964,  1965,  1968- 
and  1970.   86  p.,  48  tables,  21  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1964,  1965,  1968,  1969  and  1970.   129  p.,  62  tables,  14  figs. 
Out  of  Print. 

DA-10.   Blackstone  River  Water  Quality  Monitor  Data.  1969  and  1970.   22  p., 
20  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Water  Quality  Survey  Data.  1970.   54  p., 
27  tables,  3  figs.   Out  of  Print. 

DA-10.   Lake  Quinsigamond  Study.  1971.   78  p.,  22  tables,  12  figs. 

DA-10.   Lake  Quinsigamond  Water  Quality  Data.  1971.   71  p.,  53  tables, 
2  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Water  Quality  Survey  Data.  1973.   155  p., 
36  tables,  50  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Water  Quality  Analysis.  1973.   118  p., 
26  tables,  38  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.  1973. 
36  p.,  19  tables,  2  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Water  Quality  Management  Plan.  1975.   125  p. 
(with  appendices),  34  tables,  25  figs.   Out  of  Print. 

DA-10.   Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.  1976. 
33  p.,  22  tables,  1  fig. 
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DRAINAGE:  Merrimack 
Subwatershed:  Nashua 


DA-11.   Nashua  River  Water  Quality  Monitor  Data.  1968  and  1969.   31  p., 
29  figs.   Out  of  Print. 

DA-11.   Nashua  River  Basin  Water  Quality  Survey  Data.  1973.   81  p.,  22 
tables,  14  figs. 

DA-11.   Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and  1974, 
38  p. ,  19  tables,  1  fig. 

DA-11.   Nashua  River  Basin  Water  Quality  Management  Plan.  1975.   100  p. 
(with  appendices),  22  tables,  14  figs.   Out  of  Print. 

DA-11.   Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1976.   39  p., 
27  tables,  1  fig.   Out  of  Print. 


DRAINAGE:  Merrimack 


DA-12.   Merrimack  River  Water  Quality  Monitor  Data.  1968  and  1969.   29  p., 
30  figs.   Out  of  Print. 

DA-12.   Merrimack  River  Water  Quality  Monitor  Data.  1969  and  1970.   17  p., 

16  figs.   Out  of  Print. 

DA-12.   Merrimack  River  Water  Quality  Survey  Data.  1974.   86  p.,  19  tables, 

17  figs. 

DA-12.   Merrimack  River  Benthic  Macroinvertebrate  Analysis.  1974.   29  p., 
3  tables,  9  figs. 

DA-12.   Stony  Brook  Water  Quality  Survey  Data.  1974.   51  p.,  18  tables, 
12  figs. 

DA-12.   Stony  Brook  Water  Quality  Analysis.  1974.   50  p.,  11  tables,  15 
figs. 

DA-12.   Merrimack  River  Water  Quality  Management  Plan.  1975.   100  p. 
(with  appendices),  24  tables,  16  figs.   Out  of  Print. 

DA-12.   Merrimack  River  Wastewater  Discharge  Survey  Data.  1976.   34  p., 
25  tables,  1  fig.   Out  of  Print. 

DA- 12/ 15.   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Stony  Brook  and  Shawsheen  River  Basins.  1974.   78  p.,  22  tables, 
21  figs. 
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DRAINAGE:  Merrimack  (Continued) 


DA-12.   Merrimack  River  Wastewater  Discharge  Survey  Data.  1977.   15  p.,  10 
tables,  1  fig. 


DRAINAGE:  Merrimack 

Subwatershed:   Sudbury-Assabet-Concord  (SuAsCo) 

DA-13/14.   SuAsCo  River  Basin  Water  Quality  Survey  Data.  1965.   37  p.,  21 
tables,  7  figs.   Out  of  Print. 

DA-13/14.   SuAsCo  River  Basin  Water  Quality  Management  Plan.  1975.   106  p. 
(with  appendices),  22  tables,  14  figs.   Out  of  Print. 

DA-13/14.   SuAsCo  River  Basin  Wastewater  Discharge  Survey  Data.  1976. 
36  p.,  16  tables,  1  fig.   Out  of  Print. 

DA-13.   Concord  and  Sudbury  Rivers  Water  Quality  Survey  Data.  1973.   65  p., 
20  tables,  14  figs.   Out  of  Print. 

DA-13.   Concord  and  Sudbury  Rivers  Water  Quality  Analysis.  1973.   74  p., 

10  tables,  24  figs.   Out  of  Print. 

DA-13.   Nutting  Lake  Water  Quality  Study.  1974  and  1975.   68  p.,  11  tables, 

11  figs. 

DA-13.   Waushakum  Pond  Water  Quality  Study.  1975  and  1976.   46  p.  (with 
appendices),  7  tables,  11  figs. 

DA-14.   Assabet  River  Water  Quality  Survey  Data.  1965,  1968  and  1969. 
59  p.,  36  tables,  12  figs.   Out  of  Print. 

DA-14.   Assabet  River  Wastewater  Discharge  Survey  Data.  1965,  1968,  1969  and 
1970.   26  p.,  15  tables,  2  figs.   Out  of  Print. 

DA-14.   Assabet  River  Water  Quality  Analysis.  1969  and  1970.   55  p.,  13 
tables,  17  figs.   Out  of  Print. 

DA-14.   Assabet  River  Water  Quality  Survey  Data.  1974.   61  p.,  18  tables, 
13  figs. 

DA-14.  Assabet  River  Water  Quality  Analysis.  1974.   61  p.,  9  tables, 
17  figs. 

DA-14.   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Assabet  River  Basin.  1974.   64  p.,  19  tables,  17  figs.   Out  of 
Print. 
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DRAINAGE:  Merrimack 

Subwatershed:  Shawsheen 


DA-15.   Shawsheen  River  Basin  Water  Quality  Survey  Data.  1968.   17  p., 
16  tables,  1  fig.   Out  of  Print. 

DA-15.   Shawsheen  River  Basin  Water  Quality  Survey  Data.  1974.   59  p., 
21  tables,  13  figs. 

DA-15.   Shawsheen  River  Basin  Water  Quality  Analysis  and  Basin  Plan.  1975. 
89  p.  (with  appendices),  23  tables,  18  figs. 


DRAINAGE:  Parker  and  Ipswich 


DA- 16/ 17.   Ipswich  and  Parker  River  Basins  Water  Quality  Analysis  and  Basin 
Plan.  1976.   196  p.  (with  appendices),  42  tables,  37  figs. 
Out  of  Print. 

DA-16.   Parker  River  Basin  Water  Quality  Survey  Data.  1968.   12  p. ,  5 
tables,  1  fig.   Out  of  Print. 

DA-17.   Ipswich  River  Basin  Water  Quality  Survey  Data.  1968.   13  p.,  11 
tables,  1  fig.   Out  of  Print. 

DA-17.  Ipswich  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data  and  Water  Quality  Analysis.  1968.  47  p.,  21  tables,  9  figs. 
Out  of  Print. 

DA-17.   Ipswich  River  Basin  Water  Quality  Survey  Data.  1973.   54  p.,  21 
tables,  14  figs. 


DRAINAGE:  North  Coastal 


DA-18.   North  Coastal  Water  Quality  Management  Plan.  1975.   52  p.  (with 
appendices),  12  tables,  6  figs.   Out  of  Print. 

DA-18.   North  Coastal  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1976.   49  p.,  33  tables,  3  figs. 


DRAINAGE:  Boston  Harbor 


DA- 19.   Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1969.   47  p.,  4  tables,  6  figs.   Out  of  Print. 
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DRAINAGE:  Boston  Harbor  (Continued) 


DA-19.   Boston  Harbor  Wastewater  Discharge  Survey  Data.  1972.   142  p., 
130  tables,  3  figs.   Out  of  Print. 

DA-19.   Boston  Harbor  Wastewater  Discharge  Survey  Data.  1975.   18  p.  , 
7  tables,  1  fig.   Out  of  Print. 

DA-19.   Boston  Harbor  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
20  p. ,  9  tables,  1  fig. 


DRAINAGE:  Boston  Harbor 
Subwatershed:  Mystic 


DA-19a.   Mystic  River  Basin  Water  Quality  Survey  Data.  1967.   15  p., 
12  tables,  1  fig.   Out  of  Print. 

DA-19a.   Mystic  River  Basin  Water  Quality  Survey  Data.  1973.   57  p., 
21  tables,  14  figs. 

DA-19a.   Mystic  River  Basin  Water  Quality  Analysis.  1973.   61  p.,  6  tables, 

16  figs. 

DA-19a.   Upper  Mystic  Lake  Water  Quality  Study.  1974  and  1975.   75  p., 
10  tables,  16  figs. 

DA-19a.   Mystic  River  Basin  Wastewater  Discharge  Survey  Data.  1975.   37  p.  , 

17  tables,  1  fig. 


DRAINAGE:  Boston  Harbor 

Subwatershed:  Charles  Basin 


DA-19b.   Charles  Basin  Water  Quality  Survey  Data.  1974.   Ill  p.,  28  tables, 
31  figs. 


DRAINAGE:  Boston  Harbor 
Subwatershed:  Neponset 


DA-19c.   Neponset  River  Basin  Water  Quality  Survey  Data.  1973.   59  p., 
20  tables,  14  figs. 
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DRAINAGE:  Boston  Harbor  (Continued) 


DA-19c.   Neponset  River  Basin  Wastewater  Discharge  Survey  Data.  1973.   38  p., 
11  tables,  1  fig. 

DA-19c.   Neponset  River  Basin  Water  Quality  Analysis.  1973.   66  p.,  11  tables, 
15  figs. 

DA- 19c.   Neponset  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and 
1975.   59  p.,  23  tables,  1  fig. 


DRAINAGE:  Boston  Harbor 
Subwatershed:   Weymouth 


DA-19d.   Weymouth  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1975.   58  p.,  20  tables,  5  figs. 


DRAINAGE:  Charles  River 


DA-20.   Charles  River  Basin  Water  Quality  Survey  Data.  1967.   23  p.,  20 
tables,  1  fig.   Out  of  Print. 

DA-20.   Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1967.   17  p., 
14  tables,  1  fig.   Out  of  Print. 

DA-20.   Charles  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1967.   42  p.,  34  tables,  2  figs.   Out  of  Print. 

DA-20.   Charles  River  Basin  Water  Quality  Analysis.  1967.   48  p.  (with 
appendices),  10  tables,  13  figs.   Out  of  Print. 

DA-20.   Charles  River  Basin  Water  Quality  Survey  Data.  1973.   Ill  p.,  27 
tables,  25  figs.   Out  of  Print. 

DA-20.   Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and  1974. 
33  p.,  16  tables,  1  fig. 

DA-20.   Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973,  1974  and 
1976.   55  p.,  32  tables,  1  fig. 

DA-20.   Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973,  1974  and 
1976.   56  p.,  33  tables,  1  fig. 

DA-20.   Charles  River  Basin  Water  Quality  Analysis.  1973  and  1974.   174  p., 
27  tables,  57  figs.   Out  of  Print. 
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DRAINAGE:  Charles  River  (Continued) 


DA-20.   Lake  Pearl  Water  Quality  Study,  1974  and  1975.   61  p.,  10  tables, 
9  figs.   Out  of  Print. 

DA-20.   Charles  River  Basin  Water  Quality  Management  Plan.  1975.   143  p. 
(with  appendices),  38  tables,  16  figs.   Out  of  Print. 

DA-20.   Systematic  Diurnal  Curve  Analysis.  1977.   30  p.,  1  table,  9  figs. 


DRAINAGE:  North  River 


DA-21.   North  River  Water  Quality  Survey  Data.  1971.   61  p.,  31  tables, 
8  figs.   Out  of  Print. 

DA-21.   North  River  Water  Quality  Management  Plan.  1975.   69  p.  (with 
appendices),  13  tables,  19  figs. 

DA-21.   North  River  Water  Quality  Survey  Data.  1975.   90  p.,  23  tables, 
13  figs.   Out  of  Print. 

DA-21.   North  River  Wastewater  Discharge  Survey  Data.  1975.   16  p., 
6  tables,  1  fig.   Out  of  Print. 

DA-21.   North  River  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
22  p.,  12  tables,  1  fig. 


DRAINAGE:  South  Coastal 


DA-22.   South  Coastal  Water  Quality  Management  Plan.  1975.   54  p.  (with 
appendices),  9  tables,  15  figs.   Out  of  Print. 

DA-22.   South  Coastal  Water  Quality  and  Wastewater  Discharge  Survey  Data, 
1976.   72  p.,  34  tables,  5  figs. 


DRAINAGE:  Cape  Cod 


DA-23.   Cape  Cod  Water  Quality  Management  Plan.  1975.   61  p.  (with 
appendices),  11  tables,  5  figs.   Out  of  Print. 

DA-23.   Cape  Cod  Water  Quality  and  Wastewater  Discharge  Survey  Data.  1975 
and  1976.   130  p.  (with  appendices),  5  tables,  25  figs. 
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DRAINAGE:  Islands 


DA-24.   Islands  Water  Quality  Management  Plan.  1975.   49  p.  (with  appendices), 
9  tables,  8  figs.   Out  of  Print. 

DA-24.   Martha's  Vineyard  Water  Quality,  Groundwater  and  Wastewater  Discharge 
Survey  Data.  1975  and  1976.   69  p.  (with  appendices),  16  tables, 
15  figs. 


DRAINAGE:  Buzzards  Bay 


DA- 25.   New  Bedford  Harbor  and  Acushnet  River  Water  Quality  Survey  Data. 
1971.   74  p.,  36  tables,  10  figs.   Out  of  Print. 

DA-25.   Buzzards  Bay  Water  Quality  Survey  Data.  1975.   136  p.,  49  tables, 
4  figs.   Out  of  Print. 

DA-25.   Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
47  p. ,  27  tables,  1  fig. 

DA-25.   Buzzards  Bay  Water  Quality  Analysis  and  Basin  Plan.  1977.   109  p. 
(with  appendices),  22  tables,  11  figs. 


DRAINAGE:  Taunton 


DA-26.   Taunton  River  Basin  Water  Quality  Survey  Data.  1964.   31  p.,  15 
tables,  1  fig.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1970.   50  p. 
(with  appendices),  27  tables,  1  fig.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Industrial  Wastewater  Discharge  Survey  Data. 
1970.   21  p.,  12  tables,  1  fig.   Out  of  Print. 

DA-26.   Rumford  and  Threemile  Rivers  Water  Quality  Survey  Data.  1970. 
63  p.,  25  tables,  12  figs.   Out  of  Print. 

DA-26.   Mount  Hope  Bay  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1970.   37  p.,  23  tables,  2  figs.   Out  of  Print. 

DA-26.   Upper  Taunton  River  Water  Quality  Survey  Data.  1970.   73  p.,  30 
tables,  16  figs.   Out  of  Print. 

DA-26.   Lower  Taunton  River  Water  Quality  Survey  Data.  1970.   83  p., 
42  tables,  13  figs.   Out  of  Print. 
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DRAINAGE:  Taunton  (Continued) 


DA-26.   Rumford  and  Threemile  Rivers  Interim  Water  Quality  Management  Plan. 
1971.   34  p.,  8  tables,  14  figs.   Out  of  Print. 

DA-26.   Mount  Hope  Bay  Water  Quality  Survey  Data.  1971.   49  p.,  29  tables 
5  figs.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Water  Quality  Management  Plan.  1973.   134  p., 
28  tables,  17  figs.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Water  Quality  Management  Plan  Appendices. 
1973.   33  p.,  4  tables,  13  figs.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Water  Quality  Survey  Data.  1975.   225  p.,  25 
tables,  5  figs.   Out  of  Print. 

DA-26.   Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1975.   54  p., 
22  tables,  1  fig. 

DA-26.   South  Watuppa  Pond  Water  Quality  Study.  1974  and  1975.   69  p., 
17  tables,  8  figs.   Out  of  Print. 


DRAINAGE:  Ten  Mile 


DA-27.   Ten  Mile  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1964,  1968  and  1970.   95  p.,  48  tables,  15  figs.   Out  of 
Print. 

DA-27.   Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.  1968.   35  p., 
28  tables,  2  figs.   Out  of  Print. 

DA-27.   Ten  Mile  River  Basin  Water  Quality  Analysis.  1968.   59  p.,  8  tables, 
13  figs.   Out  of  Print. 

DA-27.   Ten  Mile  River  Basin  Water  Quality  Survey  Data.  1968.   17  p.,  12 
tables,  1  fig.   Out  of  Print. 

DA-27.   Ten  Mile  River  Basin  Water  Quality  Survey  Data.  1973.   74  p., 
31  tables,  14  figs.   Out  of  Print. 

DA-27.   Ten  Mile  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.  1973.   90  p.,  37  tables,  15  figs. 

DA-27.   Ten  Mile  River  Basin  Water  Quality  Analysis.  1973.   94  p.,  22  tables, 
16  figs. 
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DRAINAGE:  Ten  Mile  (Continued) 


DA-27.   Ten  Mile  River  Basin  Water  Quality  Management  Plan.  1975.   77  p. 
(with  appendices),  19  tables,  14  figs. 

DA-27.   Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.  1976.   42  p., 
33  tables. 


MISCELLANEOUS 


DA-28.   Massachusetts  Clean  Waters  Act  and  Related  Water  Pollution  Laws. 
1970.   63  p.   Out  of  Print. 

DA-28.   Water  Quality  Standards  Summary.  1971.   72  p.  (with  appendices), 
4  tables,  30  figs.   Out  of  Print. 

DA-28.   Research  and  Demonstration  Projects  of  the  Massachusetts  Division 
of  Water  Pollution  Control.  1971.   24  p.   Out  of  Print. 

DA-28.   Research  and  Demonstration  Projects  of  the  Massachusetts  Division 
of  Water  Pollution  Control.  1972.   44  p.   Out  of  Print. 

DA-28.   Research  and  Demonstration  Projects  of  the  Massachusetts  Division 
of  Water  Pollution  Control.  1973  (revised),   59  p.   Out  of  Print. 

DA-28.   Research  and  Demonstration  Projects  of  the  Massachusetts  Division 
of  Water  Pollution  Control.  1975  (revised),   63  p.   Out  of  Print. 

DA-28.   Research  and  Demonstration  Projects  of  the  Massachusetts  Division 
of  Water  Pollution  Control  (Supplement  for  Fiscal  Year  1976). 
1976.   12  p. 

DA-28.   Thermal  Pollution  Control  in  Massachusetts  Coastal  Waters.  1972. 
14  p.,  2  tables,  2  figs.   Out  of  Print. 

DA-28.   Continuing  Planning  Process  for  Water  Quality  Management  in 
Massachusetts.  1973.   139  p.  (with  appendices),  19  tables, 
1  fig.   Out  of  Print. 

DA-28.   Continuing  Planning  Process  for  Water  Quality  Management  in 

Massachusetts.  1976  (revised),   95  p.,  29  tables,  31  figs.   Out 
of  Print. 

DA-28.   Continuing  Planning  Process  for  Water  Quality  Management  in 
Massachusetts.  1977  (revised),   59  p.,  17  tables,  3  figs. 

DA-28.   Measurement  of  Fecal  Coliform  in  Estuarine  Waters.  1974.   11  p., 
3  tables,  3  figs.   Out  of  Print. 
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MISCELLANEOUS  (Continued) 

DA-28.   Toxic  Element  Survey.  1975.   40  p.,  11  tables,  10  figs.   Out  of 
Print. 

DA-28.   Compilation  of  Lakes,  Ponds,  and  Reservoirs  Relative  to  the 

Massachusetts  Lakes  Classification  Program.  1976.   127  p.,  35  tables, 
31  figs.   Out  of  Print. 

DA-28.   Massachusetts  Lake  Classification  Program.  1976.   11  p. ,  3  tables, 
1  fig. 

DA-28.   Classification  and  Segmentation  of  Massachusetts  River  Basins  and 
Coastal  Zones.  1976.   222  p.,  81  tables,  58  figs.   Out  of  Print. 

DA-28.   Commonwealth  of  Massachusetts  Water  Quality  Monitoring  Program. 
1976.   139  p.  (with  appendices),  42  tables,  35  figs.   Out  of 
Print. 

DA-28.   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.  1977. 
110  p.  (with  appendices),  21  tables. 

DA-28.   Non-Point  Sources  of  Pollution  in  Massachusetts.  1977.   117  p. 
(with  appendices),  6  tables,  37  figs.   Out  of  Print. 
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